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Although cardiac papillary fibroelastoma is rare, it is the most common primary tumor of cardiac valves. The clinical presentation 
of these tumors varies from asymptomatic to embolic complications. We report an asymptomatic case of papillary fibroelastoma 
of mitral valve which was diagnosed by transthoracic echocardiography. The tumor was successfully resected by surgery. 
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Introduction 

The papillary fibroelastoma (PFE) is a rare and benign pri- 
mary cardiac tumor. However, it is the most common tumor 
occurring in cardiac valves. Since the introduction of echocar- 
diography, the diagnosis of these tumors in living patients has 
been reported sporadically. We describe an interesting case of 
PFE mimicking vegetation of the mitral valve by transthorac- 
ic echocardiography (TTE). 

Case 

A 51 -year-old man had been admitted to a regional hospital 
for treatment of avascular necrosis of the femoral head where 
he received antibiotics for 2 weeks to treat a suspicious vegeta- 
tion apparent on TTE. Because the size of the cardiac mass 
had not changed, the patient was referred to our hospital for 
further evaluation. 

On physical examination, his blood pressure was 110/70 
mmHg, pulse rate 65/min, respiration rate was 21/minute, 
and body temperature was 36.7 °C. Heart sounds were regular 
without cardiac murmurs. Both lungs expanded symmetrical- 
ly, and breath sounds were clear. The laboratory findings were 
as follows: hemoglobin, 14.6 g/dL; total leukocyte count, 
9730/mm 3 (neutrophils, 59%); platelet count, 251000/mm 3 ; 
and erythrocyte sedimentation rate, 23 mm/hr. Results of uri- 
nalysis, blood chemistry, and electrolyte tests were within nor- 
mal ranges. An electrocardiogram revealed normal sinus 



rhythm. Chest X-ray was normal, as was TTE except for a mass 
on the mitral valve. The mass was 1.0 cm in size, mobile, at- 
tached to anterior mitral leaflet, and round with a homogenous- 
ly speckled surface (Fig. 1). There was no mitral regurgitation, 
stenosis or intracardiac shunt. Although the findings of TTE 
look like vegetation, the laboratory results did not show any 
evidence of infection and no signs or symptoms of infective 
endocarditis including Janeway lesion, Osier nodes, and con- 
junctival hemorrhage were detected in physical examination. 
Additionally no organisms were cultured in repeated microbi- 
ologic studies. Thus, the clinical and echocardiographic find- 
ings may represent cardiac tumor such as papillary fibroelasto- 
ma rather than vegetation or thrombus. 

The cardiac mass was removed by surgery in order to reduce 
the risk of embolism for PFE as well as to rule out the infec- 
tive endocarditis. Under standard cardiopulmonary bypass, 
the left atrium was opened vertically from the right side. On 
exploration, a 1.2 x 1.0 cm pedunculated mass was found on 
the anterior mitral leaflet. On gross examination, the mass was 
soft, slippery, and had numerous filaments (Fig. 2). The mass 
was removed using a shave excision technique. However, there 
was significant mitral regurgitation after mass excision and 
following excision of the mitral leaflets and chordae, a me- 
chanical valve was implanted. Histopathology confirmed that 
it was a benign PFE, comprising a central a vascular collage- 
nous core of dense connective tissue surrounded by a peripher- 



• Received: August 16, 2012 • Revised: September 17, 2012 'Accepted: November 21 , 2012 

• Address for Correspondence: Tae-Ho Park, Division of Cardiology, Department of Internal Medicine, Dong-A University College of Medicine, 
26 Daesingongwon-ro, Seo-gu, Busan 602-71 5, Korea Tel: +82-51 -240-2964, Fax: +82-51 -242-1 449, E-mail: thpark65@dau.ac.kr 

• This is an Open Access article distributed under the terms of the Creative Commons Attribution Non-Commercial License (http://creativecommons.Org/licenses/by-nc/3.0) 
which permits unrestricted non-commercial use, distribution, and reproduction in any medium, provided the original work is properly cited. 



213 



Journal of Cardiovascular Ultrasound 20 December 2012 





/ i 1 




^^^^^^^^^ 




Fig. 2. Gross specimen of excised mass reveals a friable mass with 
frond-like surface. 



Fig. 1. Transthoracic echocardiography shows a mobile and spherical mass of 1.0 cm in size attached to anterior mitral 
leaflet. Parasternal long axis view (A) and an apical four-chamberview (B). 

condition on the seventh day. 



Discussion 

The prevalence of primary cardiac tumor ranges from 
0.0017% to 0.28%. 1} The PFE is a rare benign cardiac tumor 
however it is the second most common cardiac tumor after 
myxoma and the most common tumor occurring in cardiac 
valves. 2) Although PFEs are benign, they can cause serious 
complications such as thromboembolism, myocardial isch- 
emia, stroke and sudden death. 3)4) Gowda et al. 5) reported that 
systemic embolism was more frequently found in PFE of mitral 
valve than of aortic valve. However, most of cardiac PFE are 
found incidentally at the time of routine echocardiography or 
autopsy. 

Surgical excision of PFE is recommended for symptomatic 
patients. For asymptomatic patients, however, the treatment 
course is less obvious. Some reports suggested that the fragile 
nature and frond-like papillary tissues of the tumor itself is 
prone to thromboembolism. Therefore, once diagnosed, ur- 
gent surgical management is indicated even in asymptomatic 
patients. 6 8) Other studies have suggested that careful observa- 
tion is an acceptable option for asymptomatic patients, as long 
as the tumor remains small and nonmobile. 9) 

Considering the patient's age, tumor mobility and tumor 
size, we decided to remove the cardiac mass to prevent potential 
complications such as embolization. A simple shave excision is 
the most commonly used technique to surgically excise PFE. 5) 
However, in this case, after mass excision, significant mitral re- 
gurgitation occurred, thus a mechanical valve was implanted. 
Although postoperative mitral prosthetic leakage was report- 
ed, 1 ^ majority of patients with mechanical prosthesis were un- 
eventful. 

The differential diagnosis of PFE includes other cardiac tu- 
mors, thrombus, vegetation, and Lambl's excrescences. PFE 
has several characteristic findings which may help to differen- 
tiate it from thrombus or vegetation. Similar to vegetations, 
PFE is usually found on cardiac valves however PFE is often a 
solitary mass, usually of small size (< 1 cm), usually at the mid- 
portion of valve leaflets, and with a frond-like characteristic 



Fig. 3. Histological examination of the resected tumor showing 
papillary projection. The tumor surface is covered by a single layer of 
endocardial cells with an overlying thin layer of mucopolysaccharide 
matrix and an underlying acellular stroma composed of elastic fibers 
and collagen (Elastica van Gieson stain, x 40). 

al layer of loose connective tissue. The papillary surface was 
covered by a layer of endothelial cells and had fibrous stroma, 
including elastic fibers (Fig. 3). The postoperative course was 
uneventful and the patient was discharged in a satisfactory 
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surface. However, PFE may lack some of these findings where- 
as vegetations may represent many of these characteristics. For 
that reason, PFE can often be differentiated by clinical infor- 
mations, blood cultures and laboratory tests. In this case, there 
was no evidence for infection or vascular, immunologic phe- 
nomenon of infective endocarditis. 

To summarize, we report a mitral valve mass as PFE on 
TTE by analyzing the characteristics of mass. The diagnosis 
was confirmed by histopathological examination after surgical 
removal. Finally, careful echocardiographic analyses during 
evaluation of valvular masses are strongly recommended for 
differential diagnosis. 
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